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Marshland  Rural  District  Council, 


January  13  th  1945- 

To  tho  Chairman  cc  Members  of  the  Council. 


Conti  omen 


£ 

l*./, 

Herewith  my  abridged  annual  report,  in 

•  I  *,  T  -  •  _  —  J 


9\ 


* 


conformity  with  Ministry  of  Health  instructions. 

Tug  noaltn  ox  one  District  during  1  943  c o~n t j 
s<_  bisf c?.c tory.  Inicctious  diseases  were  fewer  in  number  tlxan 
usual.  No cif ications  were  received  as  follows;- 


Scarlct  Never. 

Diphtheria. 

Measles, 

Tho o p in g  Cough. 


32 

5 

89 

3 


j Scabies  and  Impetigo,  once  so  prevalent  as  the  result  of 

t,ie  large  numbers  of  evacuated  children,  arc  now  much  less 
common. 

There  are  no  figures  for  Venereal  Diseases  available,  but 
pUn^j.  is  no  reason  go  tlx  inn  there  is  any  marked  increase, 
luoercolusis  showed  no  increase  either,  a  total  of  15  new 
cases  oeing  reported  during  the  year,  6  pulmonarv  and  9 

Ife,ff^U3?es  for>  Diphtheria  Immunisation  are  still  below 
’  whole'^aSf^hif  1°  prot,oct  g0  coraraunity  adequately  as  a 

leknitl0-/°;hhdS  C0KTOlac^-  There  has  hMn '  aft  inote&se 
recently  in  mnoculat  ions,  but  a  far  hi '-her  mercer  taor*  of 

immunised  in  tho  child  copulation  is  n.cossaitbffofe  the 
situation  can  bo  said  to  bo  Satisfactory.  6  the 

,,  There  are  thirteen  parishes  in  the  District  T-n 

tne  nortnern  part  the  Councils  mater  mains  suoolv  the 

S  Ckn^ton»  Tcrrington  St.  ciem^  funey  All 

AboftMof  of  too  ?frt  °f  ,:fal?ole  St*  p°ter. 

from  the'councM'fmaifs.  “W80  parl8tWS  aro  supplied  • 

f._m  •  ih?  Wisbech  Water  Sompany’s  mains  nass  through  the 
following  parishes — hart  of  v.'alnole  St  Pc-tef  mhYf  ff 

Iffi  Walton, 

Water  Con^any' s' minff  ^  SUppllaa  from  thc  ,iistoch 

su-o-oliod  +hCroi1(?USeS  in  tJlc  vapious  parishes  which  are  not 
drinT'in<^  ^ 1  aint  ter  nave  to  rely  on  rain  water  for 
’vherf  the  fnnfht '  syrtagee  of  water  arc  experienced 

drought!  populatlon  nas  to  roly  on  rain  water  in  times  of 

Council  s o  %  o?t°n?ion  schemes  are  being  considered  by  tho 

of  the  Vy°g  fcao  wator  mains  through  those  parts 

oi  mxo  district  nitherto  unsupplied. 

I  have  the  honour  to  be 
Gentlemen, 

Your  ooodient  servant, 

A .  J .  Have s  M.  B.  ,  D .  p .  PI . 

Acting  Medical  Officer  of  Health. 
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